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ART METAL FIXTURES PROVIDE ENGINEERED 
ILLUMINATION FOR THE HOME 


3% The design and construction of all Art 
Metal fixtures for correct lighting are scien- 
tifically arrived at by laboratory methods 
during the process of creation. Adequate 
illumination is obtained by highly reflec- 
tive material and by the proper relation of 
the fixture to the ceiling, because the ceil- 
ing is the natural overall reflector for the 
center light source, showering illumina- 


tion generally over the room. Avoidance of 
glare is maintained first by the controlled 
direction of the light rays and secondly be- 
cause bare lamps are not visible. Avoid- 
ance of contrasts by the luminous louvre 
ef ects puts the fixture in a tone comple- 
mentary to, rather than contrasting to, the 
light ceiling area and generai lighted ap- 
pearance of the rooms. 


ALL EQUIPMENT LISTED IN THIS CATALOG, APPROVED BY UNDERWHITERS’ LABORATORIES, INC. 





Phitele/ Vile) irra 


SN 











LIGHTING FIXTURES ARE NECESSARY FOR 


CORRECT LIGHT CONDITIONING 


yy The center ceiling light source is the 
only one method of supplying general 
illumination for light conditioning a room. 
The purpose of light conditioning is to im- 
prove seeing conditions by proper light- 


ing and the correct means of obtaining it. 





The Winchester 


No. 1985 17” Dia. SISOS A 3 Lights 300W. 
Finishes: Colonial Brass and Creme, Silvertint. 


Luminous Drum, Decorated White and Crystal Pebbled 
Glass Convex Dish, Metal Gallery. 





The Cameo 


No. 1991 16’ Dia. 12” Dia.Glass 5’ O. A. 
3 Lights 225W. 
Finishes: Colonial Brass, Polished Chromtint. 


Glass Bowl White with Crystal Line Decoration. 


Light is valuable only to the degree in 
which it helps us to see, and Modern Light 
is beneficial only in the degree to which 
it aids sight. The center ceiling fixture is 


necessary to have sight saving lighting... . 


light your interior from the ceiling. 


The Herald 
No. 1984 20” Dia. SZORAS 3 Lights 180W. 
Finishes: Colonial Brass and Creme, Silvertint. 


Luminous Metal Reflecting Surface, White Glass Bowl 
with Buff Tinted Bottom Surface Elaboration. 


The Cavalier 


Now] 763i on Diam Om Oe Agee 2 Lightses SOOM: 


Finishes: Ivory and Gold, Silvertint, Empire White 
and Silver. 


Double Thickness Flashed Opal Glass Bottom, Lumi- 
nous Louvres. 
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ECONOMY OF A CEILING LIGHTING FIXTURE 


5 A ceiling lighting fixture provides low 
first cost for supplying general room illu- 
mination in comparison to other means of 
obtaining the same illuminated result. The 
operating costs are also less because the 
larger the bulbs, the greater their light 
output in proportion to wattage consumed 
... for instance, a 40 watt bulb produces 
464 units of light... four 40 watt bulbs 
consuming 160 watts produce 1856 units 
of light, yet one 150 watt bulb produces 
2610 units of light. On this basis it is then 
plausible that one correctly designed 
center ceiling fixture with 150 watt bulb 
will produce better illumination with great- 
er coverage than, for instance, 4 lamps of 
40 watts each... . and with the elimination 
of glare, contrasts and shadows. The initial 


investment in one fixture on this basis 





The Trinity 


PE KO INE 
Finishes: Empire White and Gold, Silvertint. 


No. 1967 16” Dia. 2 Lights 300W. 


Luminous Louvres, Decorated White and Crystal 
Pebbled Glass Convex Dish. Crystal Glass Column. 


would thus be proportionately 14 that of 
four lamps... the operating cost becomes 


less, and better results are obtained. 





The Regenet 


No. 1960 17” Dia. 14” O. A. 2 Lights 300W. 


Finishes: Empire White and Gold, Empire White and 
Silver. 


Metal Bowl with Decorative White Glass. 





The Eldora 


No. 1993 16” Dia. 15”°0O.A. 4 Lights 240W. 
Finishes: Ivory and Gold, Silvertint. 


Double Thickness Flashed Opal Glass. Luminous 
Bowl. 
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ADVANTAGES OF A CEILING LIGHTING FIXTURE 


~ From a fixed position on the ceiling, using this ex- 


panse as a reflecting area to shower illumination down 





into the room, it becomes apparent that, like natural 
daylight, artificial illumination is best when coming 
from above and when properly distributed and diffused 
throughout the room. 

CONVENIENCE: Floods the room with illumination by 
merely flipping a switch. No disrupting the room to 


provide light for certain functions by moving furniture 





and portables. Permanently located, always in the same 


: place ready for service. SAFETY: No dangerous gropin 

The Colonial 2 * 
No. 1965 16” Dia. 14°0.A. 2Lights 300W. to turn on the light in a dark room. ECONOMY: No 
Finishes: Colonial Brass and Creme, Colonial Brass 


and Silver. 
Metal Bow] with Decorative White Glass. 


broken lamps from tripping on lamp cords. EFFICIENCY: 
The sum of Economy and Convenience on which de- 


pends money saving as well as eye preservation. 





Well Distributed . . . even illumination for good seeing and healthy 
living results with ceiling fixture for general illumination and portable 
equipment for accenting effects. 





The Waverley 


No. 1962 16’ Dia. 14%" O. A. 2 Lights 300W. 

Finishes: Empire White and Gold, Colonial Brass 
and Satin Bronze. 

Decorated White and Crystal Pebbled Glass. 





The Pelham 


No. 1995 16” Dia. 11” O.A... 3Lights 225W. 
Finish: Ivory and Gold. 





F Lustrelle Ivory Glass Bow] with Tinted Design. Crystal 
The Cavalier Glass Column. ; 
Now 199455 lo) Diced ©: Aes Lightsa acUOW. No. 1995S Same as above Excepting. Glass Bow! in 
Finishes: Ivory and Gold, Silvertint, Ivory and Silver. Gold Line Decoration Only. 


Luminous Louvres. Double Thick Flashed Opal Glass. 
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COLOR THE FIXTURE AS DESIRED WITH... 


Lighted or unlighted any Muralier fix- 
ture without color control will appear 
in any of its natural finishes as given 
under each catalog number. 


(No color control filter used) 


To color the outside surface of the fix- 
ture, select the color control filter 
desired, slip into place as illustrated. 
No tools are necessary. Filters are 
changeable in a few seconds time. 


After the color control filter is selected 
and put in place, a small percentage 
of the light from the lamps passes 
through this filter and projects the 
color of it to the outer surface of the 
fixture. 


(Red color control filter used) 


Thus the outside appearance of the 
fixture is changed from the natural 
finish to any of the colors illustrated 
here. ... Plus a chromatic filter (not 
illustrated) which is a combination of 
these four colors into one filter. 


(Amber color control filter used) 


The coloring on the surface of the fix- 
ture appears only when the fixture is 
lighted . . . unlighted the fixture re- 
mains in its natural finish. 


(Green color control filter used) 


At no time does this color control fea- 
ture affect the function of Muralier fix- 
tures as illumination producing units. 
The room lighting is never affected by 


the color from the filters, the action of. - 


this feature is all confined tothe fix: 
ture only. 


(Blue color control filter used) 
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No. 1411 





No. 1411-2 


No. 1411 152" Dia 36" O. A 208 

y : A. ghts 300W 
No. 1411-2 20 Dia. 380. A. 2 Lights 400W 
Finishes: Ivory and Gold, Silvertint, Goldtint. 
Luminous Bowl. Crystal Glass Column. 


Color Filters: 8500 Red, 8501 Amber, 8502 Green, 8503 Blue. 
8517 Chromatic. 




















CHANGEABLE COLOR CONTROL 


TRADE MARK REG. U. 8S. PAT. OFFICE 





The Muralier Minuet 


No. 1986 16” Dia. 36” O. A. 2 Lights 
Finishes: Colonial Brass and Creme, Silvertint. 
Crystal Glass Stars and Ball, Luminous Filigree. 


300W 


For Fixtures on this Page use 
Color Filters: 8500 Red, 8501 Amber, 8502 Green, 
8503 Blue, 8517 Chromatic. 





The Muralier Debutante 


No. 1705 
Finishes: 


15%" Dia. 36’ O. A. 2Lights 300W 
Ivory and Gold, Empire White and Silver. 
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Room Illumination 
with Muralier 
Is Always White 


The unique perform- 
ance of Muralier offers 
fascinating decorative 
possibilities that allow 
a refreshing change in 
home decoration at will 
. in colors that fit the 
mode of the day. 
All fixtures illustrated 
in this catalog bearing 
“Muralier’ have this 
feature of "Changeable 
Color for Decoration.” 
Muralier creations are 
fully protected by pat- 
ents. 








The Muralier Formal 


No. 1987. 1544" Dia. 36” O. A. 2 Lights 300W. 
No. 1988 20” Dia. 38° 0O.A. 2Lights 400W. 
Luminous Louvres, Crystal Glass Column, Stars and Ball, 
Finishes: Ivory and Gold, Silvertint.. 


se ani esate 

















The Muralier Tiara The Muralier Princess 


No. 1957 152" Dia. 36" O. A. 1 Light 200W. No. 1411CS 154%" Dia. 36" O. A. 2 Lights 300W. 
Finishes: Ivory and Gold, Silvertint. Finishes: Ivory and Gold, Silvertint, Goldtint. 
Luminous Bowl. Crystal Glass Stars and Column. 


For Fixtures on this Page Use Color Filters: 8500 Red, 8501 Amber, 8502 Green, 8503 Blue, 8517 Chromatic. 





The Muralier Vogue The Muralier Imperial 


ek - ; No. 1989 16” Dia. 360. A. 2 Lights 300W 
oe 1735 15%2" Dia. 36" 0. A. 2Lights 300W. Finishes: Colonial Brass and Satin Bronze, Silvertint. 
Finishes: Ivory and Gold, Silvertint, Goldtint. Luminous Bottom. 


Luminous Bowl. Crystal Glass Column. The adjustable stem pendant is divided into a 6 inch 
. and a 12 inch length, threaded both ends, interchange- 
> able so that either length can be removed or added to 

shorten or lengthen the fixture as desired. 
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Dining Room 
in a Home 


of Tomorrow 
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The Lennox 


No. 1901 15%" Dia. 36’ O. A. 2 Lights 200W. 
& Finishes: Ivory and Gold, Silvertint. 
White Glass Bottom, Luminous Bowl, Crystal Glass 
Column. 
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The Cavalier 


No. 1755 15" Dia. 36 ©. A. 2 Lights 300W. 
Finishes: Ivory and Gold, Silvertint, Ivory and Silver. 


Double Thickness Flashed Opal Glass Bottom, 
Crystal Glass Column. Luminous Louvres. 


The Regency 
No. 1959 17” Dia. 367 1@) Ac 2 Lights 300W. 
Finishes: Empire White and Gold, Empire White and 
Silver. 
Crystal Glass Column, Metal Bow] with Decorative 
White Glass Bottom. 





The Standish 


No. 1961 16) Dias echisO) Aw 2:Lights’ ~ S00We 

Finishes: Empire White and Gold, Colonial Brass 
and Satin Bronze. 

Crystal Glass Column, Decorated White and Crystal 

Pebbled Glass Bottom. 


The adjustable stem pendant is divided into a 6 inch and a 12 inch length, threaded both ends, 
changeable so that either length can be removed or added to shorten or lengthen the 
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The Plymouth 


No. 1968 1542" Dia. 36" O. A. 2 Lights 300W. 


Finishes: Ivory and Gold, Silvertint, Goldtint. 
Luminous Bowl, Etched Glass Bottom. 





The Tiffany 


No. 1966 16” Dia. 36'°0O.A. 2 Lights 300W. 


Finishes: Empire White and Gold, Silvertint. 
Crystal Glass Column, Luminous Louvres, Decorated 
White and Crystal Pebbled Glass Convex Dish. 


inter- 
fixture as desired. 














The Norfolk The Winfield 


No. 1963 15%" Dia. 36” O. A. 1 Light 200W. No. 1892 16’ Dia. 36” O. A. 2Lights 300W. 


Finishes: Ivory and Gold, Silvertint, Goldtint. White Glass Bottom, Etched Glass Panels, Crystal 


Decorative White Glass Bottom. Luminous Louvres. Glass Column and Stars. 


Finishes: Ivory and Gold, Empire White and Silver, 
Silvertint. 


D 








& The Cortland 


No. 1876 15%" Dia. 36” 0.A. 2Lights 200W. 
Finishes: Ivory and Gold, Goldtint, Silvertint. 
Etched Glass Bottom, Luminous Bowl. 
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The Virginian 
No. 1964064 Dias) 86©O3 Ay 2 Lights! s00W- 
Finishes: Colonial Brass and Creme, Colonial Brass 
and Silver. 
Metal Bowl with Decorative White Glass Bottom, Metal 
Gallery, Crystal Glass Column. 





No. 1891 
Finishes: 


The Continental 
154" Dia. 36” 0. A. 2 Lights 





300W. 


Empire White and Silver, Ivory and Gold, 


Silvertint. 


White Concave Glass Bottom, Etched Glass Panels. 
Crystal Glass Column, Luminous Louvres. 


No. 1992 
Finish: 


The Chatham 


6 Diaas6; Om Aaesecebichts 
Ivory and Gold. 





225W 


Lusterelle Ivory Glass Bow] with Tinted Design, 
Crystal Glass Column. 


No. 1899 Same as above Excepting Glass Bow! in 
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Gold Line Decoration Only. 
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The Lumilier The Selwyn 
No. 1824N 15%" Dia. 36” O. A. 2 Lights 300W. No. 1879 16” Dia. 36’ O. A. 4 Lights 240W. 
Finishes: Ivory and Gold, Silvertint, Goldtint, Empire Finishes: Ivory and Gold, Silvertint. 
White and Silver. Double Thickness Flashed Opal Glass Bottom, Crystal 
Lumite Glass Bottom, Luminous Bowl. Glass Cclumn. Luminous Bowl. 





a The Regent Mayfair 


A pleasing design is embossed in the Ivory Glass 
Bottom Plate. Crystal Glass Column. Luminous Bowl. 


No. 1420 15%" Dia. 36 O. A. 2Lights 300W. 
Finishes: Ivory and Gold, Silvertint, Goldtint. 
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The Georgian The Adam 


No. 1908 16%" Dia. 36” 0. A. 2 Lights 300W. No. 1784 154" Dia. 36” 0.A. 2Lights 300W. 
Finishes: Silvertint, Empire White and Silver, Ivory Finishes: Ivory and Gold, Silvertint, Goldtint. 
and Gold. Clear Crystal Glass Decorative Column. 
White Glass Bottom, Crystal Glass Stars, Luminous 
Bowl. 





The Diana 





No. 1734 15%” Dia. 36" ©. A. 2 Lights 300W. 
Finishes: Ivory and Gold, Silvertint, Goldtint. 


Decorative White Glass Bottom, Clear Crystal Glass 
Decorative Column. Luminous Bowl. 
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The Crown 
No. 1916 15%" Dia. 36” 0.A. 2Lights 300W. 


Finishes: Silvertint, Goldtint, Ivory and Gold. 


Crystal Column, Satined Glass Panels, Decorative 
White Glass Bottom Plate. 


The Aureole 


No. 1919 15%" Dia. 36” O. A. 1 Light 150-200W. 
Finishes: Ivory and Gold, Silvertint, Goldtint. 


Crystal Decoration and Cast Loop on Pendant . 
Bowl, Luminous Louvres, Metal Bottom. 
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The Pearl 


No. 1969 15%" Dia. 36" O. A. 2 Lights 
Finishes: Ivory and Gold, Silvertint, Goldtint. 
Luminous Bowl, Etched Glass Bottom. 


The Modelier 


No. 1825N 15%" Dia. 36" O. A. 2 Lights 
Finish: Ivory and Gold. 
White Glass Bottom, Crystal Glass Column. 





200W. 
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POCKETS AND BRACKETS FOR WALL MOUNTING 





7 ¥2"' Dia. 
Finishes: 








No. 1898 


Luminous Bowl, Crystal Glass Stars, 
Opal Glass Bottom. 


Gio Dice Ae EX: A" O. A. 60W 





No. 2404 Finishes: Ivory and Gold, Goldtint, No. 1894 
S Exn, (0946 Osa ow. Silvertint, Empire White Luminous Louvres. 
Empire White and Gold, SBI 5¥" Dia. 642" Ex. 7” O. A. 100W. 
pUvet ini s olduieel Finishes: Ivory and Gold, Silvertint 
and Gold. 





No. 1772 
Luminous Glass Stars and Filigreed No. 1493 : No. 1719 : 
Banding Decoration. Luminous Louvres, Opal Glass Luminous nae Star Decoration. 
9” Dia. 4%" Ex. 5” ©. A.. 100W. Bottom. OP Ot aaa 
Finishes: Ivory and Gold, Silvertint, 9V4"" Dia. Ex. 45%" 35" O. A. 60W. 9¥%4" Dia, Ex. 4¥2" 3¥2" O. A. 60W. 





8" Dia. 
Finishes: 


Finishes: Ivory and Gold, Goldtint, 
Silvertint, Empire White 
and Silver. 


Goldtint, Empire White Finishes: Ivory and Gold, Silvertint, 
and Silver, Colonial Brass Goldtint, Ivory and Silver. 
and Creme. 





No. 1718 
Opal Glass Bottom. 
944" Dia. Ex. 44%" 3%" O. A. 60W. 





Finishes: Ivory and Gold, Goldtint, ES 
Silvertint, Empire White Muralier Wall Pocket. 
and Silver. Ol Dich [SA @m Nee xe Ae GO 
No. 1401 Finishes: Silvertint, Ivory and Gold, 
iene) Ao EX 60W. Goldtint. 
Ivory and Gold, Goldtint, 
Folished Chromium: Color Filters: 8518 Red, 8519 Amber 


8520 Green, 8521 Blue. 


ALL POCKETS AND BRACKETS ARE WIRED WITH INDIVIDUAL SWITCH 
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LIGHTING FOR EVERY ROOM 


yy It is important that every room in the home be properly 
lighted in keeping with the new science of light conditioning 
for seeing, for comfort, for charm. Now you can economically 
make every interior of your home a better place to live in... 
to entertain in, for here are new styles in light sources that 
are moderately priced. They add to and bring out the beauty 
of surrounding furnishings and because of their price, permit 


refreshing changes in light source decorations. 


No. 1974 13” Dia. 24” O. A. 150W. 


Finishes: Colonial Brass and Creme, 
Colonial Brass and Silver. 


Metal Bowl with Decorative White 
Glass Bottom, Metal Gallery. 


No. 2405 13” Dia. 24" O. A. 150W. 
Finishes: Colonial Brass and Creme, 

Colonial Brass and Silver. 
Luminous Banding, Decorative White 
Glass Bottom. 





No. 1974 No. 2405 


No. 1970 14” Dia. 24” O. A. 150W. 


Finishes: Ivory and Gold, Silvertint, 
Goldtint. 


Luminous Louvres, Decorative White 
Glass Bottom. 


No. 1976 12” Dia. 24” O. A. 150W 
Finish: Ivory and Gold. 


Glass Bowl, Ivory with Rose Tinted 
Flower Design. 


No. 1970 No. 1976 
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No. 1996 No. 1896 





No. 1910 





No. 1771 


LIGHT YOUR HOME ACCORDING TO 
SCIENTIFIC LIGHT CONDITIONING 


% Today you can economically make your home a better place to 
live in by proper light conditioning. 

Light conditioning supplies the proper kind and amount of 
lighting for seeing, comfort and beauty . . . light that is adequate, 
without glare and without too great contrasts. Science has proved 
that light, correct in quality and quantity ... ample, soft, diffused 
lighting—conditioned to the needs of the eye... is sight saving 


and healthier. 


WHAT LIGHT CONDITIONING MEANS 
A center ceiling light source is the only method of supplying the 


general illumination necessary for light conditioning a room. 


No. 1996 12’ Dia. 24° O. A. 150W. 
Finish: Ivory and Gold. 


Ivory Glass with Blue or Pink Tinted 
Border. 


No. 1896 Same as Above Excepting 


Glass Bowl in Gold Line 
Decoration Only. 


No.1877. 12” Dia. 24” O. A. 150W. 
Finishes: Ivory and Gold, Silvertint. 
Etched Glass Bcttom. Luminous Bowl. 





No. 1910 12” Dia. 24” O. A. 150W. 


Finishes: Ivory and Gold, Bone 
White. 


White Glass Bottom. 


No. 1877 


No. 1771 13” Dia. 24” O. A. 150W. 


Finishes: Chromtint, Ivory and Gold, 
Durocreme and Silver. 


Opal Glass Bottom Plate. Luminous 
Bowl. 


No. 1748 1134" Dia. 24 O. A. 150W. 


Finishes: Ivory and Gold, Silvertint, 
Goldtint. 


Double Thickness Flashed Opal Glass 
Bottom. Luminous Louvres. 





No. 1748 
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% The ceiling and side walls of the room are the natural reflectors 
for lighting... especially the ceiling area. When this area is 
illuminated by a center ceiling light source the foundation for 
good lighting is laid because the general shower of resulting illu- 
mination wipes out harsh shadows and contrasts and creates an 


atmosphere or background for good seeing conditions. 


ART METAL PROVIDES LIGHT CONDITIONING 


The light sources illustrated in this booklet have been designed 
in keeping with the new Science of Light Conditioning. They 
supply engineered illumination from attractive sources with a 
simplicity of design that makes for smart styling and harmony 
in any decorative scheme. For the utmost in eye comfort, charm 
and value, install Art Metal modern light sources in your home 


and be assured of correct light conditioning. 


Now 9oSmls a Dic 24.0@n Ace loOM 
Finishes: Ivory and Gold, Silvertint. 
Luminous Bowl. 


No. 1708 132" Dia. 24" O. A. 150W. 
Finishes: Ivory and Gold, Silvertint. 
Luminous Bowl. 


No. 1485 14” Dia. 24” O. A. 150W. 


Finishes: Silvertint, Ivory and Gold, 
Goldtint. 


Luminous Bowl. 


No. 1708 


Now! SS leli2ee Dict 24 @ Ae OO Mi 
Finish: Ivory and Gold. 


Textolite Bowl with Embossed 
Decoration. 


No. 1489 11%" Dia. 24’ O, A. 150W. 
Finish: Ivory and Gold. 
Luminous Louvres. 


No. 1489 
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No 1938 








No. 1881 





No. 1980 13” Dia. 12’ O. A. 150W. 
Finishes: Colonial Brass and Creme, 
Colonial Brass and Silver. 
Luminous Banding, Decorative White 
Glass Bottom, Crystal Glass Ball. 





No. 1971 14” Dia. 12” O. A. 150W. 

Finishes: Ivory and Gold, Silvertint, 
Goldtint. 

Luminous Louvres, Decorative White 

Glass Bottom, Crystal Glass Ball. 





No. 1909 12” Dia. 11%" O. A. 150W. 


Finishes: Ivory and Gold, Goldtint, 
Silvertint. 


Ivorin Glass Bottom. 


No. 1406 19%" Dia. 13%" O. A. 
150W. 


Finishes: Ivory and Gold, Silvertint, 
Goldtint. 


Luminous Bowl. 





No. 1975 13” Dia. 12" O. A. 150W. 


Finishes: Colonial Brass and Creme, 

Colonial Brass and Silver. 
Metal Bow] with Decorative White 
Glass Bottom, Metal Gallery, Crystal 
Glass Ball. 


No. 1977 12” Dia. 11" 0. A. 150W. 


Finish: Ivory and Gold. 


Glass Bowl, Ivory with Rose Tinted 
Flower Design. 
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No. 1800 10” Dia. 9%4'°O.A. 150W. 
Finish: Ivory and Gold. 
Ivory Plastic Bottom. Luminous Bowl. 





No. 1797. 11” Dia. 10’ O. A. 150W. 
Finish: Ivory and Gold. 
Sun Gold Glass Bottom. 





No. 1845 1034" Dia. 10" O. A. 100W. 
Finishes: Ivory and Gold, Silvertint. 


Star Design Crystal Glass Bottom. 

















No. 1843 12” Dia. 10" O. A. 150W. 


Finishes: Ivory and Gold, Silvertint. 
Luminous Bowl. 





No. 1844 10%'' Dia. 10" O. A. 100W. 
Finishes: Ivory and Gold, Silvertint. 


Translucent Plastic Bottom Plate. 


No. 1709 13%" Dia. 13%" 0. A. 
150W. 
Finishes: Ivory and Gold, Silvertint, 
Goldtint. 
Luminous Bowl. 


No. 1923 112" Dia. 13" O. A. 150W. 
Finishes: Ivory and Gold, Silvertint, 


Goldtint. 
Bowl, Luminous Louvres, Metal 
Bottom. 





No. 1829 12’ Dia. 10” O. A. 150W. 
Finishes: Ivory and Gold, Silvertint. 


Textolite Bowl with Embossed 
Decoration. 


No. 1997 12” Dia. 12'°O. A. 150W. 


Finish: Ivory and Gold. 
Ivory Glass Bowl with Blue or Pink 
Tinted Border. 


No. 1887. Same as Above Excepting 


Glass Bowl in Gold Line 
Decoration Only. 
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No. 1878 12” Dia. 12" O, A. 150W. 

Finishes: Ivory and Gold, Silvertint, 
Goldtint. 

Etched Glass Bottom, Crystal Glass 

Ball. Luminous Bowl. 





No, 1747 11%" Dia. 12" O. A. 150W. 
Double Thickness Flashed Opal 
Glass Bottom. Luminous Bowl. 


Finishes: Ivory and Gold, Silvertint, 
Goldtint. 





No. 1743 13 Dia. 12'°O. A. 150W. 


Finishes: Ivory and Gold, Silvertint, 
Goldtint. 


Luminous Bowl, 





No. 1983 14” Dia. 44%2""0. A. 3 Lights 
180W. 
Finishes: Colonial Brass and Creme, 
Silvertint. 
Luminous Drum, Decorated White and 
Crystal Pebbled Convex Glass, Metal 
Gallery. 





No. 1746 1134" Dia. 3/en Oras 
2 Lights 200W. 


Finishes: Ivory and Gold, Silvertint, 
Goldtint. 


Double Thickness Flashed Opal Glass 
Bottom. Luminous Louvres. 


No. 1998 12” Dia. Band 8" Dia. Glass 


442" O. A. 2Lights 80W. 


Finishes: Colonial Brass, Polished 


Chromtint, Glass White. 





No. 1714 Bowl: Ivory Glass. 
Fixture: Ivory and Gold. 


No. 1714W Bowl: White Glass. 
Fixture: Silvertint. 

Ihle?/o sae Dict WAP {Ou IN. 

Luminous Glass Bowl. 


150W. 


No. 
1738 
1739 
1808 
1809 
Finish: 


82" Dia. 
10¥%2" Dia. 
1242" Dia. 
1442" Dia. 


De ets 
Qeleise 
2ectss 
on sts: 





2- 40W 
2-100W 
2-100W 
3-100W 


Band Polished Chromtint or 


Goldtint. 


White Opal Glass. 


No. 1798 
Finish: 


95" Dia. 


82" O. A. 


Ivory and Gold. 





100W. 





No. 1982 10" Dia. 10° O. A. 150W. 


Finish: Ivory and Gold. 


Glass Bowl, Rosetint with Crystal Bottom 
Band. 


INO 1895 ari ee) One @a Ae 
Finish: Ivory and Gold. 
White Glass Bowl. 
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100W. 


No.1742 
Finishes 


642" Dia. 


82" O. A. 


100W. 


: Goldtint, Ivory and Gold. 











BALANCED LIGHTING FOR THE KITCHEN : 


These glorified Kitchenlites are modern light sources designed to 
properly light the kitchen and make it a better place to work in 


bai as 





No. 1715 13” Dia. 12° O. A. 150W. No. 1981 13%" Dia. 12” O. A. 150W. : 
Finishes: Chromtint, Durocreme, Duro- Finishes: Chromtint, Durocreme, Duro- Ip 

creme and Silver. creme and Silver. i 
Monax Glass Bottom. Luminous Bowl. Corning Crystal Glass Lense Bottom. B 





y+ The Kitchenlite No. 1981 employs a 
clear crystal bottom the surface of which 
is broken with decorative prisms to 
create a lense-like control downward, in- 
tensifying the lighting in this direction. 
Added to this is the indirect lighting up- 
ward directed by the streamline contour 
of the metal bowl area. 

The flowing contour and luminous 
bowl of Kitchenlite No. 1715, converging 
to the attractive white glass, light diffus- 
ing, bottom plate which is highly light 
transmitting, floods the kitchen with 
ample semi-indirect light to eliminate 
glare and contrasts and make for sight 


saving lighting. 
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BUILT-IN DOWNLIGHTS 


Designed to properly control the light in a downward direction, yet diffused to prevent @ 
objectionable glare, these DOWNLITES concentrate the light in the working area. , 


SEIN EC _L DELELEE 



















2FT. SPREAD 
31 FOOTCANDLES 
4 FT. SPREAD 16 FOOTCANDLES 
6FT. SPREAD 5S FOOTCANOLES 




















PARABOLIC 
POLISHED METAL 
REFLECTOR 
CONCENTRATES: 
ALL THE LIGHT 
DOWN 





Illustration of footcandles delivered 
and distributed on work plane. 














DATA 
No. 1925 Face size 8%" Dia., Insert size 7¥2"’ Dia., 72" Cross section showing construction and 
Deep. Furnished complete with 3%’ Outlet Box application. 
attached. 
et : We suggest the use of a 100-Watt Bow] 
Finish: Face polished Chromtint; Insert Housing Black— Siered Lome 


Aluminum Inside. Parabolic Reflector Polished 
Aluminum. Luxlite Glass Plate. 


SQUARE SOFFIT 
Hinged Fronts. 
Front Finish SATIN NICKEL. 


Face Insert Insert 
No. Lights Size Size Depth 
1504 ] 834" Sq. WEE Se SY 
1505 Bi 10%4"' Sq. CWE yep, Si 
1506 2 12%" Sq. VA Sq ote 


ROUND SOFFIT 
Pront screws on. 
Front Finish SATIN NICKEL. 





Face Insert Insert 
No. Lights Size Size Depth 
1501 l 9” Dia. D2) Dice 47 
1502 Dame Ue Dicte Oe. Dias on 
Square Soffit 1503 Pe AAD os, UR Biem he Round Soffit 
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BRACKETS FOR THE BATHROOM 





No. 1744 Ext. 442" Overall 7%" No. 1790 Glass 11” x 334” Backplate 5’ Dia. No. 2402 Ext.5’’ Overall 7%" 
Backplate 4%"" Dia. 60W. Exc5” Overall 5” 2-40W. Backplate 3¥2" x S'" 60W. 
Finish: Chromium. Finish: Chromium. 
No. 1911 Same with convenience outlet. 


Platinum Banded White Glass. 
f Finish: 





No. 2400 Ex. 82" Overall 5” 
Backplate 3¥2" x 5” 60W. 


No. 2406 Same with Convenience 
Outlet. 


No. 1999 Glass 11” x 3%” 
Extends 5” 


Chromium, Glass-White. 


Overall] 5" 


No. 2407. Same with Convenience Outlet. 


Platinum Banded White Glass. 





Overall 74%" 
60W. 


No. 2401 Ext. 5” 
Backplate 3¥2" x 5” 


Finish: Chromium. 
Platinum Banded White Glass. 


Backplate 3¥2"’ x 5” 
2-40W. 


Finish: Chromium. Finish: Chromium—Glass White. 
Glass White with Crystal Glass 
Light Control Bottom. 

REFLECTOLITE 


Reflectolite requires no wiring, just 
screw it into any socket as a light bulb. 

It is excellent for the lighting of Base- 
ments, Attics, Recreation Rooms, Ga- 
rages, Barns or Workshops, as it directs 
all the light downward. 


REFLECTOLITE FEATURES 


1. As easy to put in as a light bulb. 

. Gives widespread down light. 

3. Shades and controls light for needed 
areas. 

4. Made of aluminum with genuine 


Amlux finish. 
0. Many varied uses. 


~~) 
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10%" Dia. 





No. 1842 Adapter Type 


642" O. A. 
Gray Exterior 


150 W. 
Amulux Interior 





STYLIZED COPPER LANTERNS FOR EXTERIOR LIGHTING 





Bracket Type Pendant Type No. 2403 434" Dia. Backplate, Ex. 7” 
No. 1886 Extends 6%" Backplate 5" Dia. No. 1882 oP pee ee 9 Dia. os 6 eee. Body 60W. 
Overall 842" 40W Body 42" sq. eye is ys ; A : bie Finish: Oxidized Copper. 
ini No. 188 " sq. ” Dykee 
Finish: Old Copper. ie a Cone OW oe 
Amber Seedy Glass Panels. 


No. 1884 Body 5¥2"’ sq. Canopy 5” Dia. 
ZA ee OUN VE 

Finish: Old Copper. 

Amber Seedy Glass Panels. 





No. 1885 Extends 82” Backplate 5” Dia. Overall 13” 
60W Body 5'¥2" sq. 
Finish: Old Copper. Amber Seedy Glass Panels. 


Total Spread 36” 





Bracket 
No. 1753 Ceiling Type 
Extends 7 Y2" Backplate 45%" No. 1749 
Overall 8%" 60W. No. 1912 Garagelite 4%" Dia. Canopy 9%" O. A. 
Finish: Oxidized Copper. Extends 12” 9%" Dia. OUAG IGA: 100W. 60W. 
Finish: Natural Copper. Finish: Oxidized 
Inside Aluminized. ve pines Naan 
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ALL EQUIPMENT LISTED IN THIS CATALOG, APPROVED BY UNDERWRITERS’ LABORATORIES, INC. 


















































Cat. No. Page | Cat. No. Page 
1401 14 1798 20 
1402 14 

1406 18 1800 18 
1411 4 | 1808 20 
141iCS 6 1809 20 
1411-2 4 | 1824N Hl 
1420 | ll 1825N 13 
1485 17 || ~—-«1829 19 
1489 | 17 1842 23 
1493 | 14 | 1843 19 

| 1844 19 
1501 | ZL 1 1845 18 
1502= | 22  ||- 1976 9 
1803 | Ze 1877 16 
1504 22 } 1878 19 
1505 22 | 1879 1] 
1506 ge 22 l= 1881 iy 
| 1882 24 

1705 oO 1883 24 
1708 Ve ean 1984 24 
1709 19 1885 24 
1714 20 1886 24 
1714W 20 | 1887 19 
P7158 ZA 1891 10 
1718 14 1892 9 
1719 14 1894 14 
1734 WZ, 1895 20 
1735 6 1896 16 
1738 20 1898 14 
1739 20 | 1899 10 
1742 20 

1743 19 1901 Z 
1744 20 1908 WW 
1746 20 1909 18 
1747 19 1910 16 
1748 16 1911 23 
1749 24 1912 24 
1753 24 1916 I3 
1755 J, 1919 13 
1763 ] | 1923 19 
1771 16 1925 22 
Aye 14 | 1938 17 
1784 LZ | 1957 6 
1790 23 1959 8 
1797 18 1960 


| Cat. No. Page 
1961 8 
| 1962 3 
1 1963 fe) 
1864 10 
1965 3 
| 1966 8 
| 1967 Z 
| 1968 8 
| 1969 13 
| 1970 15 
| 1971 18 
1974 15 
1975 18 
| 1976 15 
| 
| 1977 18 
1980 18 
1981 21 
1982 20 
1983 20 
1984 ] 
1985 l 
1986 5 
1987 5 
1988 5 
1989 6 
1991 l 
1992 10 
1993 Zz 
1994 3 
| 1995S 3 
| 1935 3 
| 1996 16 
| 1997 19 
1998 20 
| 1999 23 
2400 23 
2401 23 
2402 23 
2403 24 
2404 14 
2405 15 
2406 23 
2407 Bo 











Designed and Manufactured by 


THE ART METAL COMPANY 


*« 





CLEVELAND, OHIO 


AVERY LIBRARY 
GOLUMBIA UNIVERRITD 








E. R. BEERS ELEC. CO. 
BLOOMSBURG, PA. @ 





PRINTED IN U.S. A. 


FORM R241 


MAY 27 1940 


